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TEXT: ABSTRACT. DOCUMENT CONTAINS 7 FIGURES. 


WHEN THE SUBJECT MADE NEN GRAPHY ( THOUGHT-GRAPHY ) ON THE FACE PLATE 
OF VIDICON TUBE IN T. V. CAMERA, WHICH WAS SHIELDED AGAINST LIGHT, 
THE MOVING PSI SPOT AS A PARANORMAL PHENOMENON WAS PRODUCED ON THE 
FACE PLATE THEN, IT APPEARED AS A KIND OF SERIAL MOVING PICTURES, 
AND WAS RECORDED WITH VIDEO TAPE RECORDER. THE PSI SPOT MAINLY 
APPEARED IN THE CENTRAL REGION IN THE SCANNING AREA ON THE FACE 
PLATE, VARYING CONTINUOUSLY OR INTERMITTENTY WITH ITS POSITION AND 
INTENSITY OF PARANORMAL LIGHT WITHIN SEVERAL SECONDS. IN ORDER TO 
SUPPOSE THE PROCESS OF NEN GRAPHY (THAT IS TO GUESS HOW iT WAS 
MADE), IN THIS PAPER SOME ARTIFICIAL NEN GRAPHS ARE MADE, WHICH ARE 
THE PICTURE OF MONITOR T.V. DURING THE INTERVAL WHICH THE PSI SPOTS 
ARE DISPLAYING FROM APPEARANCE TO DISAPPEARANCE. SOME KINDS OF NEN 
GRAPHS REPORTED PREVIOUSLY HAVE SIMILAR SEVERAL FIGURES AND 
CHARACTER TO OUR ARTIFICIAL NEN- GRAPHS MENTIONED ABOVE. THEN, IT 
SEEMS TO BE OBTAINED THAT THE SEVERAL CHARACTER OF PRIMITIVE NEN 
GRAPHY AND THE PROCESS HOW PRIMARY NEN GRAPHS ARE MADE. 
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